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Herbort Le “hibtney, Deputy Marshal 
ronrd of Tira Control 
Cifice of Tire i.ershal 
Concord, en jivspshiro 


Dorr Earbs 


This ie 4n response to your reqmmest 
of Docerter 26 for our epinion an to whether tho Fire Uarshal 
may aporove tho ura of wooden LLre esernos when in his opinion 
wood 43 a rore destirrbls construction moterfal than motal. 


Revised Statutes Annotated 15519 
requires that certain structuros therein esumerated be "crovided 
with sife and edequety fire esernus consisting of metel stairways, 
with metel a eo o™ ROA 195311 oxcepts from the opera- 
tion of secticn 9 "Jb/ulldin:a which are anproved by tha board 
of fire control a3 ie in section 12." ( R34 155:11 IV). 

ction 12 anthorlzos the t--~l of fire control to "set standards 
tofinine requirements to ince reody dy and safe ecrass in the event 
of fire, for [nctorles ant verkrhop3s, more than two stories in 
heicht, erni to anrprove wubbdinn which conform to such atandards." 
The board 43 further antherisel to "set such standards for other 
Wildin-a as defined in section 9 eni to aporeve buildings which 
conforn thersto." 


In view of the forerolin: ageutsiens 
4t 48 apparent that tho board of flro control may set such stand- 
ards as it deams appropriate pormitting the use of wood instead 
of matol in the construction of flre oncAapos.e 


Very truly yours, 


Elmer T. Bourque 
Assistant Attorney Osneral 
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